
LaCie Bigger Disk 

Unprecendented 1 terabyte capacity 





• LARGEST CAPACITY AVAILABLE 

The LaCie Bigger Disk, with the largest hard drive capacity 
available, is a unique innovation that packs an amazing 
1 terabyte of storage space in a manageable 5.25" form 
factor. With this unsurpassed storage capacity, the LaCie 
Bigger Disk allows users to store nearly two years of continuous 
music and up to one month of non-stop MPEG-2 video**. 
Truly plug and play, this device requires no driver or software 
installation for Windows XP and Mac OS X users. 



• DIGITAL VIDEO, AUDIO, 3D IMAGING 

The LaCie Bigger Disk is ideal for demanding projects such 
as archiving image banks and 3D images, storing large 
desktop publishing files, and editing digital audio and 
uncompressed digital video. Hot-pluggable with immediate 
device recognition, this drive can be easily shared and its data 
quickly exchanged among computers and workstations. With 
such an unbelievably-large capacity, the LaCie Bigger Disk is 
also ideal for large-scale backup among multiple users without 
causing network congestion. 



• TRIPLE INTERFACE SOLUTION 

Built with a unique triple interface solution, the LaCie Bigger Disk 
can be connected to any computer equipped with FireWire 800, 
FireWire400, iLink/DV, Hi-Speed USB 2.0 or USB 1.1, making 
it the most universal drive ever. The FireWire 400 port can be 
used to conveniently chain a DV camera to your computer for 
direct digital video capture. The LaCie Bigger Disk can also be 
daisy chained to most storage, audio and video devices to 
achieve even greater storage capacity. 



• STYLISH, METALLIC DESIGN 

The LaCie Bigger Disk was created with a sturdy, aluminum 
design that dissipates heat. A drive stand provides stability and 
allows for upright desktop use to save valuable desk space, 
while an optional rack-mounting kit enables versatile configuration 
in standard 1 9-inch racks. Minimizing noise when the drive is not 
in use, this drive features a convenient, automatic on/off feature 
that conserves energy and prolongs the life of the drive. Stackable 
to provide a uniform look, the LaCie Bigger Disk is also compatible 
with Kensington-type locks for added security, at home or away. 




• Unique triple interface solution 

• FireWire 800, FireWire and USB 2.0 hard drive 

• Sturdy aluminum alloy design 

• Stackable desktop or rackmount configuration 





FEATURES 

• Unmatched 1TB storage capacity 

• Triple interface with 800Mbps FireWire 

• Aluminum alloy design dissipates heat 

• Desktop or rackmount configuration 

• Automatic on/off feature conserves energy 

• Chain FireWire or iLink DV camera to drive for video capture 

• Comes with Silverlining Utilities (Mac/PC) 
and SilverKeeper (Mac) software 




ACCESSORIES 

• LaCie Storage Utilities CD-ROM 

• FireWire 800 to FireWire 800 (9-to-9 pin) cable 

• FireWire 400 to FireWire 400 (6-to-6 pin) cable 

• iLink/DV 6-to-4 pin cable 

• Hi-Speed USB 2.0 cable (USB 1.1 compatible) 

• Drive stand for upright desktop use 

• External power supply 

• Security lock (sold separately) 



SYSTEM REQUIREMENTS 

• FireWire 800 (9-pin)-equipped computer: Mac OS 10.2.4 
and greater; Windows 2000 and Windows XP 

• computer equipped with FireWire 400 (6-pin) or 

iLink (4-pin): Mac OS 9.x and Mac OS 1 0.x; Windows 98 SE, 
Windows 2000, Windows Me and Windows XP 

• USB 2.0-equipped computer: Mac OS 10.2.x and greater, 
Windows 2000 and Windows XP 

• USB 1.1 -equipped computer: Mac OS 9.x and Mac OS 10.x, 
Windows 2000 and Windows XP 

• Intel Pentium II 350MHz-compatible or Apple G3 processor 
and greater 

• minimum 64MB RAM 



i 



*Apple G4 processor 
required for use with FireWire 800 



LaCie Bigger Disk 



capacity 
part# 
availability 
interface 
rotational speed 
interface transfer rate 



max sustained transfer rate 



average seek time (write) 
buffer 
size (LxWxH) 
weight 



1TB* 

300875 

Worldwide 

FireWire 800, FireWire 400 and Hi-Speed USB 2.0 
7200 

FireWire 800: 800 Mbits/s (lOOMB/s) 
FireWire 400: 400 Mbits/s (50MB/s) 
USB 2.0: 480 Mbits/s (60MB/s) 
FireWire 800: up to 55MB/s 
FireWire 400: up to 35MB/s 
USB 2.0: up to 34MB/s 
10ms 
8 MB 

6.3 x 3.4 xl 0.6" /I 73 x 88 x 268mm 
5000 g/11.02 lbs. 



warranty 1 year US 

Specifications and appearance are given as guidelines and may change without notice. 
*A gigabyte means 1 billion bytes. Total accessible capacity varies depending upon operating environment. 
■""Calculations are based on 4 MB per 4-minute song, 1 GB/hour of MPEG-2 compressed video and 1 3GB/hour of uncompressed DV video. 



